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How To Operate Your Deluxe Pen. wisttheoap -uiiy to the right, and you 
a-e ready to '.vrr.e. To retract the point, h-vist cap m opposite direction. Reftlis rr:ay be 
obtained rrom most stationery stores, lo insert tne new refill, pull off the cap, u.nscrew 
the old cartfidse. and fi'mly screw in tne new one. 


Ultra Lights: 6 mg "tar;' G.o mg nicotine— 
Lights: 10 mg "tar," 0.7 mig nicotine— 
lOG's: 17 mg "tar!' 1,1 mg nicotine av. 
per cigarette, FTC Report Mari 84, 


5 Prtrlip Morris Irw. 1964 


Wsrnnc: Tne Surgeon Ger^erai Has Dejerrmned 
That Ciga.^ette Smohno Is Dangerous to Tour Health. 
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